
> 




seconded by 


Read the first time in full and on motion by „ - 

and duly adopted, read the second time by title and referred 




to the (Committee on) 


a±_--fche-GettiTC±±~®ti'ambers , CTEy Hall. Fuf. L-Hjfa^e-^-Xn d-iana, on 

'the- — — - ~~ 


Date: 


1L 


daTy of" 


~ 7 a 


~T9d , at 


o’clock 



Read the third time in full and on motion by 


City Clerk 


seconded by 


Passed by the followirtg vote; 


2 


and duly adopted, placed on its passage. 


AYES 

Adams 

Dunifon 

Fay 

Geake 

Nuckols 

Robinson 

Rousseau 

Steigerwald_ 

Tipton 




NAYS 


IS' 






ABSTAINED 


ABSENT 


to -wit: 


Date 


/ > 7 



City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 

i)(Special)( Appropriation ) Ord i nance (Resolution) No , S'6> / 2 



i Clerk 

» M' '• * % r „ ' 

Ece ; sdlit^;^:toe the Mayor of the City of Fort Wayne, Indiana, on the 


of 


?= -ayjt 

J-j' . 


, 1 96 'T& at the hour of , 3 & 



o'clock fl .M. ,E.S.T. 


City Clerk 


Approved and signed by me thi 
at the hour of 4: / V o'clock 


of 


2 12&M. 


.. 19^i 


.M..E.S.T. 




JL 


Mayor 


c 


Bill No. S-70-11-10 


REPORT OF THE COMMITTEE ON CITY UTILITIES 

We, your Committee on City Utilities to whom was referred an Ordinance 

approving a contract with ITE POWER EQUIPMENT for Circuit Breaker for the 

La£a^B±ta_Siibs±fliiaii, — - — — - — — — 



